GAS STATION INFORMAWON 



Hood lock release lever 


Fuel filler door opener 


Tire inflation pressure 


R457 


R60 


R94 


R457 R94 R596 


Auxiliary catch lever 


Trunk opener 


Fuel filler door 


Fuel tank capacity 

17.2 gal. (65 し 14.3 Imp.gal.) 

Fuel type 

Premium unleaded gasoline only R 96, 590 

Cold tire inflation 
pressure 

Driving under normal conditions 

35 psi (240 kPa, 2.4 kgf/cm^ or bar) 

Driving at high speeds above 100 mph 
(160 km/h) (in countries where such speeds 
are permitted by law) P. 596 

Add 9 psi (60 kPa, 0.6 kgf/cm^ or bar) to the 
front tires and rear tires. Never exceed the 
maximum cold tire inflation pressure indicated 
on the tire sidewall. 

Engine oil capacity 
(Drain and refill) 

qt . (し Imp.qt.) 

With filter 6.6 (6.3.5.5) 

Without filter 6.2 (5.9, 5.2) 

Engine oil type 

"Toyota Genuine Motor Oil" or equivalent p 

Oil grade: ILSAC multigrade engine oil 
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